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SACRED  HEART  CATHOLIC  CHURCH 

130  N.  Ful+on  St.  Phone  Melrose  3-0591 

Salisbury,  N.  C. 
Built  of  native  pink  granite  in   1940-41  replacing 
first  Catholic  Church  erected   (1882)  in  Rowan 
County  on  sanne  site  donated  by  Christian  Reid. 
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